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Fiy. 1. ALanthopa?iax hi^ocjisis liatubhna. 

* Laboratory of Silviculture, Faculty of Agriculture, Kagoshitua University, Japan. 


Sumihiko Hatusima* : A new Acanthopanax from Kyusyu 

Acanthopanax falgoensis Hatusima, sp. nov. Fig. 1. 

Frutex glaber usque 3 m altus ramosus, ramuli circ. 2 mm crassi glabri infra 
petioli tantum rarius aculeati, aculeis circ. 1.5 mm longis. Folia digitatim 5- 
foliata, foliola chartacea oblongo-oblanceolata vel late oblanceolata, plerumque 
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7-10 cm longa 2-3 cm lata, apice acuminata, basi cuneata, margine duplicato-ser- 
rata, utrinque glaberrima, supra viridia subtus opaca, nervis lateralibus 5-6, 
tenuibus, reticulis subtus distinctis. Petiolulis 2-3 mm longis glabris. Petiolis 4-7 
cm longis glabris. Umbellae ramosae glaberrimae brevipedunculatae, circ. 4 cm 
longae et latae, pedunculis circ. 5 mm longis. Umbella pauciflora (circ. 10) circ. 
1-2 cm in diam., pedicellis 5-7 mm longis gracilis. Petala ignota. Calyx breve 
5-dentatus glaber. Styli 5, columnares conniventes circ. 0.5 mm longi. Drupa 
prematura elliptica circ. 5 mm longa et 3.5 mm lata glabra. 

Hab. Kyusyu : Prov. Higo : Mt. Kamihukune, Gokanosyo, alt. 1000 m., S. Sako 
et K. Kawanabe 1144, Sept. 9, 1957. 

This is most closely related to A. leucorrhizus Harms from China, but differs 
from it in having thinner leaves being distinctly reticulated beneath, smaller unbels 
bearing fewer flowers, and shorter peduncles and pedicels. This is also near to A. 
senticosus Plarms from which differs by its quite glabrous leaves and inflorescences, 
its nearly unarmed branchlets, and its smalle unbels with fewer flowers. 
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Ryozo WATANABE : The hepatic balls found 
in Kusatsu-machi, Gumma pref. in Mid-Japan 
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